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E.O. 11652:N/A 
TAGS: USSAEC, SA 

SUBJECT: JOINT ECONOMIC COMMISSION VOCATIONAL TRAINING 
TEAM 

REE: JIDDA 4621 

FOR CHARGE EROM SOBER 

1 . SEGALL HAS EXPRESSED SOME CONCERN TO ME THAT TEAM MAY 
ACTUALLY WISH TO STAY ON FOR SOME TIME AFTER JUNE 30. 
REQUEST YOU INFORM US IMMEDIATELY EOLLOWING DEBRIEFING 
OF TEAM TRADER MCGERRITY AS TO HIS OWN VIEWS ON DEPARTING 
BY JUNE 30. 

2. PARSKY AWARE OF THIS MESSAGE. INGERSOLL 
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